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The Court of States at the World's Fair of 1940 in New York. „ 
The structure at the left with the clock tower is the Pennsyl- * 
vania Building. It is a reproduction of Independence Hall. « 
Philadelphia, where in 1776 the Declaration of Independence « 
was adopted. 0 
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The Court ot States, showing Pa. Independence Hall at Left, New York World's Fair 
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